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rTfT R S R 0NE t have^HBI include temporary- drainage 

£rL35*^L™2,*S r PR °rOSAL ON CHANGE IN WELL LOCATION. PARA TWO, 

m F0R PUMP SWITCHES SATISFACTORY. DIFFERENCE 
H T £$f T j; 0 t s ? - HF l ECTE p IN SANE CHANGE ORDER PROPOSAL. PARA THREE, 
PRINTS OF PLOT PLAN BEING FORWARDED AS REQUESTED, 
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